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MEMORANDUM FOR: Acting Deputy Director for Support 


SUBJECT : Showing of Agency's Drug Abuse Exhibit 
at Professional Meetings 


REFERENCE : My memorandum dated 30 June 1972, Subject: 
Report on the Agency Drug Abuse Exhibit 
at the American Medical Association 
convention 


1. tt is recommended that the office of Medical Services 
show the Agency's Drug Abuse Exhibit at: 


a. The Scientific Assembly of the American 
Academy of Family Physicians, New York, 25-28 
September 1972, and 


b. The Clinical Convention of the American 
Medical Association, Cincinnati, 26«29 November 
1972. 


Copies of invitations for these showings are attached. 


2. As indicated in referent report, we have received 
numerous invitations from professional groups for showings 
following award of the Billings Gold Medal at the recent AMA 
Convention in San Francisco. We obviously cannot accept all 
these invitations and have therefore given careful considera~ 
tion toward the best selectivity. The above two meetings 
have been selected as the most appropriate and the best. invest~ 
ment of the manpower that these showings require. The recommenda~ 
tion has been discuased with the Director of Logistics who 
concurs. 


CIGNED 
ont BR. TIETIEN PED. 


JOHN R. TIETJEN, M. D. 
Director of Medical Services 
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Mr. Helms, General Walters and you may find this 
report and its attachments quite interesting. We are 
looking into your suggestion that the display be set up 
in the entrance hall corridor both to publicize the award 
and to tie in with the Drug Seminar Program. We are 
also considering an Employee Bulletin on the AMA 
award. 
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30 June 1972 


MEMORANDUM FOR: Deputy Director for Support 


SUBJECT : Report on the Agency Drug Abuse Exhibit at 
the American Medical Association Convention 


1. This is a report on the showing of the Agency Drug 
Abuse Exhibit at the annual convention of the American Medical 
Association in San Francisco, 18-22 June 1972. 


2. The Agency's exhibit was awarded First Prize, the 
Billings Gold Medal, in its class. A brief description of this 
award is attached. In essence, the Billings Award is for 
excellence in correlating facts on a subject and excellence 
in presentation. The medal itself is now being engraved and 
will be forwarded to the Agency. Also attached is a copy of 


-3. A team of three OMS medical officers[ ————SsSsSs—sS 


SSPE APE KAN ORCA! accompanied the 
ex t and were available throughout the entire showing to 


discuss the medical aspects, prevention, complications and 
treatment of drug abuse. They report that from the very be-~ 
ginning of the showing there was a remarkable and steady visitor 
response. Of the 10,101 physicians -- and their over 12,000 
guests -- who attended the convention, our doctors estimate 

that up to 2,000 visited the Agency's exhibit each day. Also, 
from the very beginning there was a mounting number of invita- 
tions to show the exhibit at other professional meetings. Some 
of these, for example, are from: 


American Academy of Family Physicians 
American Academy of Pediatrics 

American Hospital Association 
International College of Surgeons 
Connecticut Medical Society 

North Carolina Medical Society, .....--..., 


Aon 4 


Puerto Rico Medical Society =..,.....?- 


a a Ce 
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Preorder 


SUBJECT: Report on the Agency Drug Abuse Exhibit at the 
American Medical Association Convention 


The attached pamphlet, Jargon of the Drug World, prepared 
by] and shown as part of the exhibit, was an item 
of great interest. There were 175 requests for mailing of 
this pamphlet. 


4. Although great credit is due[ sss wC—CidCYS: 
and[_—“‘(‘COCOCOC(#*dio’:« the: outstanding manner in which they 
presented the Agency's exhibit at the AMA convention, several 
other Agency employees deserve special recognition in this 
highly rewarding effort; these are; 


a. [Jef our operations pivi- 
sion who originally conceived the Drug Abuse Exhibit 
and developed it to its present excellence; 


bp. [__________] Chief of our opera- 
tions Division who provided overall supervision in the 
development of the exhibit; 


a ee 
of the Graphics and Visual Aids Staff, Printing Ser- 
vices Division, Office of Logistics who designed and 
built the exhibit. Their ingenuity and creative skill 
in pictorializing the ideas to be conveyed were truly 
superb. They also traveled to San Francisco to set 
up the exhibit. 


d. There are also other people, too numerous to 
list here, who assisted in this effort. There were, 
for example, other employees of the Office of Logistics, 
employees of the Office of[ sand OF 
the Office of Security who rendered critical service 
in crating, moving and safeguarding the exhibit in its 
movement to San Francisco and during the exhibition. 


We are very grateful to the Director of Logistics, the 
Director of ana the Director of 
Security for the services of all these people. We are 


also indebted to the Assistant to the Director for his 
invaluable counsel in press and publicity matters. 


=~ 2 «= 
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SUBJECT: Report on the Agency Drug Abuse Exhibit at the 
American Medical Association Convention 


e. Finally, we in the OMS are deeply grateful to 
you and to the Director for allowing us the opportunity 
to venture into this new effort at relating to the 
public. Professionally we are extremely pleased with 
the result, and we hope we have contributed to the ap- 
propriate enhancement of the Agency's image. 


Genpuem 7 
rt a 


SoivsD . 
Coapeas A. commen, MD. 


CHARLES A. BOHRER, M. D. 
Acting Director of Medical Services 
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